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Message Text 


UNCLASSIFIED 

PAGE 01 BRASIL 0I30I 131528Z 

53 

ACTION ARA-10 

INFO OCT-OI ISO-00 EB-07 /018W 

073282 

PR13I155ZFEB 76 
FM AMEMBASSY BRASILIA 
TO USDOC WASHDC PRIORITY 
INFO SECSTATE WASHDC 3915 
AMCONSUL RIO DE JANEIRO 

UNCLAS BRASILIA 1301 

E.O. 11652: N/A 
TAGS: BEXP, BR 

SUBJECT: SPECIAL TRADE OPPORTUNITY: SCIENTIFIC INSTRUMENTS AND 
LABORATORY EQUIPMENT 

REE: BRASILIA 0290 

1. EMBASSY AND PROF. JOSE DOREA OF UNIVERSITY OF BRASILIA 
(UNB) APPRECIATE PROMT DOC ACTION ON REFERENCE. PROF. 

DOREA ADVISES HE RECEIVED PRELIMINARY FAVORABLE RESPONSE 
FROM AMERICAN INSTRUMENT WITHIN WEEK OF NOTIFYING EMBASSY. 
TELEGRAM FROM AMERICAN INSTRUMENT TO DOREA ADDED THAT 
EQUIPMENT CATALOGUES AND PRO-FORMA INVOICES WOULD BE 
SENT TO UNB 0/A JANUARY 20. DOREA, HOWEVER, ADVISED 
EMBASSY THAT INFORMATION HAD NOT ARRIVED AS OF FEBRUARY 1 1 
AND THAT LONGER DELAY LESSENS CHANCES OF STRETCHING CY 1975 
IMPORT AUTHORIZATION TO COVER THIS EQUIPMENT. 

2. REQUEST DOC RECONTACT AMERICAN INSTRUMENT CO. (8030 
GEORGIA AVE., SILVER SPRING, MD.), DETERMINE DATE ABOVE 
INFORMATION WAS MAILED TO UNB, AND IF NECESSARY, POUCH 
COPIES OF MATERIAL TO EMBASSY (ATTN: MR. BRAMSON) FOR 
PASSAGE TO PROF. DOREA. 

CRIMMINS 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channei indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 13 FEB 1976 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1976BRASIL01301 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D760055-0870 
From: BRASILIA 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1976/newtext/t19760252/aaaabtmq.tel 

Line Count: 50 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION ARA 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: 76 BRASILIA 290 
Review Action: RELEASED, APPROVED 
Review Authority: housmasa 
Review Comment: n/a 
Review Content Flags: 

Review Date: 08 JUL 2004 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <08 JUL 2004 by oatisao>; APPROVED <05 OCT 2004 by housmasa> 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
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Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: SPECIAL TRADE OPPORTUNITY: SCIENTIFIC INSTRUMENTS AND LABORATORY EQUIPMENT 
TAGS: BEXP, BR 
To: COM 
Type: TE 
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